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इस भाग मे भिन्न पृष्ठ सख्या दी जाती है जिससे कि यह मलग संकलन के रूप में रखा जा सके । 
Separato paging is given to this part in order that it may bo filed 

as a separate compilation , 
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MINISTRY OF INDUSTRIAL DEVELOPMENT & COMPANY AFFAIRS 
(Department of Industrial Development ) 

ORDER 

New Delhi, the 27th November 1968 
S . O . 4298 . — Whereas by the Order of the Government of India in the late 
Ministry of Commerce and Industry No. S . O . 1718 dated the 11th July , 1960 read 
with the Order of the Government of India in the late Ministry of Commerce and 
Industry No , S . O . 1982 dated the 11th July , 1963, and the Order of the Govern 
ment of India in the late Ministry of Industry and Supply No. S . O . 2218 dated the 
10th July , 1965 , and Ministry of Industry No . S . O . 2001 dated the 30th June , 1986 
and the Ministry of Industrial Development and Company Affairs (Department 
of Industrial Development) No. $ . O . 2297 dated the 10th July , 1967 and No . S . O . 
3688 dated the 10th October , 1967 and No. S . O . 216 dated the 10th January , 1968 
and No. S . O . 1338 dated the 10th April, 1968 and No. s . O . 2070 dated the 10th 
June, 1968 and No. S . O . 3278 dated the 10th September , 1988 , and No. S . O . 3898 
dated the 31st October , 1968 and No. S . O . 3973 dated the 11th November, 1968 and 
No. S . O . 4100 dated the 15th November , 1968 and No. $ . O . 4200 dated the 
19th November , 1968, the management of the undertaking known as the India 
Electric Works Ltd ., Calcutta has been taken over and continued to be managed 
for the period upto the 26th November , 1968. 

And whereas the Central Government is of the opinion that it is expedient in 
the Public Interest that the management of the said undertaking should be con 
tinued upto and inclusive of 2nd December , 1968 . 
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Now , therefore , in exercise of the powers conferred by the proviso to sub 
section ( 2 ) of Section 18A of the Industries (Development and Regulation ) Act, 
1951 (65 of 1931) , the Central Government hereby directe that the Order first 
mentioned above shall continue to have effect for a further period upto and ip 
clusive of 2nd December , 1968 . 

[ No . 4 ( 28 ) / 60 - LEFI.) 
D . R . SUNDARAM , Jt. Becy . 
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